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MAY 2 8 1958 


Headquarters Detachment 
Bolling Air Force Base 
Washington, D. Ce 


STATINTL ‘Attention: ————_—1 Contracting Officer 


Subject: Contract HF-22h9 

Gentlemen: 

Reference is made to your letter of January 27, 1958, Noe 23862, 
which returned our Invoices 1797) and 17975 because they were not 
supported by documents evidencing acceptance by the Government. 


Since the latter has been obtained, we are resubmitting said 
invoices accompanied by Receiving Reports 71401 and 71402. 


4 eer In addition we are submitting Invoices 18272 and 19353 for freight 
é charges on the material covered by the invoices above. 
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